
Patches to OMNITERM Version 1.60 
For TRS-80 Model III LDOS 5.1.3 and later 


These patches are needed to use OMNITERM version 1.60 with LDOS 5.1.3 on the 
TRS-80 Model III. Do not attempt to use these unless you are using OMNITERM 
1.60 with LDOS 5.1.3! 


. OMNILDOS/FIX 

. Patches to OMNITERM/CMD, version 1.60 
. For use with LDOS 5.1.3 

. PATCH OMNITERM/CMD USING OMNILDOS/FIX 

. Change RS-232 receive interrupt vectors 
X'6040'= 7F 44 
X'63A4'= 7F 44 
X 1 72A5'= 7F 44 
X'7FA7'= 7F 44 

. NOP out check for printer driver 
X'604D'= 00 00 
. End of patches 


To apply these patches: 

1) Enter the patches and save them in an ASCII text file called OMNILDOS/FIX. This 
can be done with a word processor such as SCRIPSIT, or with another text editor 
such as TEXTED/BAS included with OMNITERM. The only lines you must type in 
are the five lines that start with the letter X. The other lines are only comments 
and are optional. 

2) At LDOS command level ("LDOS READY") type: 

PATCH OM NITER M/CM D USING OMNILDOS/FIX 

For more details, refer to the PATCH command in your LDOS manual. If you have 
trouble, call Lindbergh Systems. 
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